DRYING   APPLIANCES.
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composition of the air corresponding to the progressing dryness of
the material. This is done in practice by moving the material
gradually from the point of escape of the steam to the point where
the hot air enters (principle of counter current). The simplest

FIG. 27/.    CYLINDRICAL DRYER
FOR DIRECT HEAT.

FIG. 278.    CYLINDRICAL DRYER
FOR INDIRECT HEAT.

plant of this kind is the shaft furnace, which, however, can only be
used for fairly hard material, for the drying of which the tempera-
ture-regulation does not need to "be very exact.
The so-called drying channels, which are based upon this prin-
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